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UNCLASSIFIED 

PAGE 0 1 CAIRO 11564 25 1505Z 
ACTION NSF-02 


Message Text 


INFO OCT-01 NEA-10 ISO-OO OES-07 ABF-01 FSE-00 /021 W 

049393 251509Z/50 

P 251457Z APR 78 

FM AMEMBASSY CAIRO 

TO SECSTATE WASHDC PRIORITY 8383 


UNCLAS CAIRO 1 1564 


PASS NSF/OIP 

E0.11652:N/A 

TAGS: OSCI, EG, TBIO, TPHY 

SUB J : NSF/SFCP - INT 7610455A01 - ULTRASOUND DIAGNOSTIC WORKSHOP, 1978 


1 . DR. GALAL EL SAID HAS INQUIRED AS TO STATUS OF RENEWAL GRANT FOR 
SUBJECT PROJECT. HE HAS ADVANCED OVER THOUSAND POUNDS FROM POCKET 
AGAINST RECEIPT OF GRANT RENEWAL TO COVER SOME COSTS RELATED TO 
RECENT WORKSHOP AT ULTRASOUND DIAGNOSTIC FACILITY. A DEBIT OF 

L.E. 6,500 TO AL AHRAM FOR PUBLICATION OF PROCEEDINGS REMAINS. 

DR. EL SAID SAID THAT HE HAD EARLIER TOLD NSF OF HIS SITUATION AND 
WAS ADVISED THAT GRANT RENEWAL WOULD BE FORTHCOMING SHORTLY. 

2. PLEASE ADVISE STATUS RENEWAL ASAP. AS NSF AWARE, THIS PROJECT 
HAS BEEN A VERY USEFUL ONE QUITE WELL RECEIVED BY GOE. FTT.TS 


UNCLASSIFIED 


NNN 
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Copy: SINGLE 

Draft Date: 25 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CAIR011564 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 76-071 8 
Format: TEL 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780421 /aaaaarky. tel 

Line Count: 41 
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Litigation Codes: 

Litigation History: 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Event: 
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Review Release Date: N/A 
Review Release Event: n/a 
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